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v CONFIDENTIAL _ 


20 November 1978 


MEMORANDUM FOR 


THROUGH 


SUBJECT 


Director of Weapons Intelligence 

Presidential Briefing Coordinator 

Presidential Briefing on Technical 
Collection Comparison 


1. On 13 November 1978 the Director briefed the President on 
Technical Collection Comparison. There were a number of questions asked 
during the briefing. The DCI thought the briefing was useful, and would 
help future discyssions of US s§ns,or requirements. 

2. The Director has asked me to relay his thanks to you and the 
several analysts who worked in preparing this briefing. He views such 
briefings as one of his most important responsibilities as Director of 
Central Intelligence. 


cc: Addressee's 0/P File 
Addressee's OWI Admin 
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